GILDAN 


Gildan® Men's Classic Short 
Sleeve T-Shirt Size Chart 




A: WIDTH 

Measured edge-to-edge 1" below inner-sleeve seam. 

B: LENGTH 

Measured from edge of shoulder-collar seam to bottom shirt edge. 

C: SLEEVE CENTER BACK 

Measured along outer sleeve-shoulder edge to collar center. 
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